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इस भाग में भिन्न छ मंध्या की जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 
Separate paging is given to this part in order that it may be filled 

as a separate compilation . 


MINISTRY OF COMMERCE 

NOTIFICATIONS 

Vev , Delhi, the 21st September 1986 
8 . 0 , 2836. - - In exercise of the powers conferred by section 6 of the Export 
(Quality Control and Inspection ) Act , 1963 ( 22 of 1963 ), and after previous publl 
cation as required by rule 11 of the Export (Quality Control and Inspection ) 
Rules, 1964 The Central Government hereby - 
( 1 ) notifies that safety glass shall be subject to quality control and inspection 

prior to export; 
( 2 ) specifles the type of inspection in accordance with the Export of Safety 

Glass ( Inspection ) Rules , 1965 , as the type of inspection which would 

be applied to such safety glass; 
( 3 ) recognises the Indian Standard Specification IS : 2553 - 1964 for safety 

glass issued by the Indian Standards Institution , as the standard 

specification for safety glass ; 
( 4 ) prohibits the export, in the course of international trade, of any such 

safety glass unless a mark recognised by the Central Government has 
been affixed or applied to such safety glasa . 


2 . Nothing in this notification shall apply to the export of samples of safety 
glass to prospective buyers If such samples bear the Indian Standards Institution 
Certification Mark , or are accompanied by a certificate issued by the Indian 
Standards Institution to the effect that such samples conform to the Indian 
Standard for safety glad . 
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3. In this notification safety glass shall mean ( a ) toughened safety glass and 
( b ) laminated safety glass with two sheets or more of glass . 
4 . This notification shall come into force on the 15th October , 1966 . 

[No. 60 ( 121 ) Exp . Insp /65, ) 
S . O . 2836 . -- In exercise of the powers conferred by section 8 of the Export 
( Quality Control and Inspection ) Act, 1963 (22 of 1963 ) , and after previous publi 
cation as required by rule 11 of Export (Quality Control and Inspection ) Rules , 
1964, the Central Government hereby recognises the Indian Standards Institution 
CertiAcation Mark with respect to safety glass for the purpose of denoting that 
where safety glass is affixed with such mark , it shall be deemed to be in con 
formity with the standard specification applicable thereto under clause ( c ) of 
section 6 of the said Act. 

Explanation . In this notification , safety glass shal: mean ( a ) toughened 
safety glass and ( b ) laminated safely glass with two sheets or more of glass . 

[No, 60 ( 121)Exp . Insp / 85 .) 
A . C . BANERJEE , Jt . Secy 
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